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PREFACE

phenomena, fail entirely in engineering practice owing to the
great difference in the magnitudes of the vectors in the same
diagram, and to the synthetic method of graphical representa-
tion, which generally require one to start with the quantity
which the diagram is intended to determine.

I originally intended to add a chapter on Rectifying Apparatus,
as arc light machines and alternating current rectifiers, but had
to postpone this, due to the incomplete state of the theory of
these apparatus.

The same notation has been used as in the Third Edition of
" Alternating Current Phenomena/' that is, vector quantities
denoted by dotted capitals. The same classification and nomen-
clature have been used as given by the report of the Standardiz-
ing Committee of the American Institute of Electrical Engineers.
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